REPROVED  BY JOHN  KNOX
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When Mary, Queen of Scots, returned to Scotland after her sojourn in France she found herself
a solitary Roman Catholic amidst Scots people who were ail ardent Reformers, Among
these Reformers was the great John Knox, who sought to turn Mary to his ways of thinking
and reproved her sharply. This picture represents Knox upbraiding his Queen. The original
hangs in the Mappin Art Gallery, Sheffield, and the painter was William Powell Frith.
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